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USIAEA FOR IAEA VIENNA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA ADVISORY GROUP MEETING ON RADIATION SENSI- 
TIVITY OF PATHOGENIC MICRO-ORGANISMS IN SEWAGE AND WASTES, 

VIENNA, AUGUST 25-27, 1977 

REF: A) VIENNA 4526; B ) VIENNA 2188 

1 . REQUEST MISSION NOMINATE DR. A. J. SINSKEY (MIT) AND 
DR. H. D. SIVINSKI (SANDIA LAB.) TO ATTEND SUBJECT MEETING, 

SIVINSKI AT IAEA EXPENSE AND SINSKEY AS COST-FREE EXPERT. 

2. SIVINSKI HAS COMPLETED SATISFACTORY PROCESSING UNDER 
SECTION VIII, E.O. 10422. VANCE 
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